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exhilarating,  but replete with  qu^ities equally
commendable.

The survey opens with remarks which show
that Mr. Weir and the Association he represents
are fully aware of the larger issues involved
in the business on hand, that of inquiring into
the playground equipment of Oklahoma City*
He begins with remarks so informative that
nothing short of quotation at length will do them
justice.1

" It is reliably stated that the amount of the working
man-power of machines in America has increased since
1900 about 1,100 per cent, while the population has
increased but about 50 per cent. It is estimated that we
have machines in such numbers that their maximum
potential power capacity is equal to 700,000,000 horses,
and reckoning one horse equal to eight men, our machines
can do the work of 5,600,000,000 adult working men.
It is said that Americans get from their machines work
equivalent to the labour of about 690,000,000 adult
working men toiling ten hours per day, 365 days in the
year. It is stated by some authorities that it will be possible
in time to produce all that will be necessary for domestic
consumption and for the foreign market by working
only four hours a day. The labour-saving machines
have destroyed more jobs and positions than new
lines of industry and commerce have created, so that
there is a constantly rising number of unemployed
people for whom there is no work whatever. This
condition is in existence irrespective of any business

1 By permission of the National Recreation Association of
America.